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CONFIDENTIAL  ANKARA  003503 

SIPDIS 


FOR  NP/CBM  AND  EUR/SE 


E.O.  12958:  DECL : 05/28/2013 
TAGS:  PARM  PREL  ETTC  TU 

SUBJECT:  TURKEY  WORKING  ON  CATCH-ALL  CONTROLS 
REF:  STATE  139759 


(U)  Classified  by  Pol-Mil  Counselor  Stuart  Brown,  reasons 
1.5,  b/d. 


(C)  PolMilOff  delivered  reftel  points  to  MFA  Disarmament 
Head  of  Department  Ibrahim  Yagli  May  27.  On  May  29,  Yagli 
told  PolMilOff  that  he  had  forwarded  the  points  to  the 
authorities  within  the  GOT  who  were  currently  drafting 
catch-all  regulations,  urging  them  to  expedite  their  work. 
He  declined  to  offer  an  estimate  of  when  the  new  catch-all 
controls  would  be  finalized. 

PEARSON 


